COUPLED CIRCUITS
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a continuous variation of the coefficient of coupling may be obtained.
Two flat coils, movable toward or from each other, form another coup-
ling arrangement, convenient for the laboratory.

FIG. 118.

More recently, arrangements in which one of the coils can be turned
or rotated have been preferred.    All forms of variometer [Art. 38c] can
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serve as such coupling devices by connecting one coil into the primary,
the   other  into  the  secondary   circuit.    A   widely   used   construction